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This is UNEVALUATED Information 


THE SOURCE EVALUATIONS IN THIS REPORT ARE DEFINITIVE. 
THE APPRAISAL OF CONTENT IS TENTATIVE. 

( FOR KEY SEE REVERSE) 
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1. VEB Kleinstermotorenwerk, Hartha (Kreis Doebeln), has developed a reversible 
(umsteuerbarer ) hysteresis motor which is to go into production, with the 
cooperation of the watch manufacturing factory in Glashuette (Saxony), 1 in the 
fourth quarter 195^* The motor is controlled electrically. It has an operating 
AC voltage of 3 6 V and a frequency of 500 cycles. 


2. The motor is to be used for the automatic setting of aiming devices in a manner 
similar to that used with the Fuchsvisier in fighter planes of the former 
German Air Force .g 
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1. VEB Mechanik Glashuetter Uhrenbetriehe. 
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